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3. NASA WISHES TO ASSURE UK AUTHORITIES THAT LASERS 
WILT. NOT BE PLACED IN EITHER TEST OR OPERATIONAL MODE 
UNTIL NASA AND UK HAVE REACHED UNDERSTANDING ON SAFETY 
PRECAUTIONS. 

4. SEPTEL FOLLOWS RE NASA EVALUATION OF SUGGESTIONS 

AND EXPERIENCE WITH LASER OPERATIONS ELSEWHERE. ROBINSON 
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